MPL-oU0G & CC-5b00 


Si IS PART OF AVL 
(PUSH-PULL RVi KNOB) . 


1114 IIe ! 


Few +4 = MPC-500C 


VALUES FOR RS AND Ci ARE TYPICAL. 
FINAL VALUES FACTORY SELECTED (FS) . 


32% SUPPLY 


THE JOHN HARDY CO. 
THESE RESISTORS MAY BE REPLACED WITH JUMPERS 1728 BRUMMEL ST. 
FOR CUSTOM APPLICATIONS. P.O. BOX A631 
EVANSTON, IL 60204 
G (312) 864-8060 
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